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HE purpose of the Technical Book Review Index is primarily to identify reviews in 

current scientific, technical, and trade journals; secondarily, when feasible, to quote 
from these reviews. In the evaluation of scientific and technical books, reviews, con- 
stitute the best existing source of information. The service of the Technical Book 
Review Index is thus in the field of evaluation, rather than in competition with existing 
publications which announce new and forthcoming books, list books by subjects, or 
supply bibliographic information. Each quotation immediately follows the name of the 
journal from which it is taken. Obviously, these brief extracts, detached from the 
context, must not be accepted as conclusive. Except for the correction of obvious 
errors, the bibliographic information is as given in the reviews. It is, therefore, in 
many cases incomplete and in some cases probably inaccurate. 
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Advances in catalysis and related sub- 
jects; edited by Walter G. Frankenburg 
and others. v.4. 457p. 1952. Academic 
Press, New York, $9.50. 


Chemical and engineering news, Nov. 3, 1952, 
p.4660. % col. 

“Continues the presentation of monographs 
prepared by experts in various branches of 
catalysis. In contrast to many journal articles, 
the authors are given sufficient space so that 
the material can be presented in a form that is 
intelligible to the nonexpert. This series per- 
forms the important function of assembling the 
current developments in catalysis.”” R. B. An- 
derson. 

Industrial laboratories, Nov. 1952, 
col. 
“Organization and format are similar to the 
pattern set in previous editions. Each chapter 
is written to cover a narrow topic in the 
eatalysis field and usually by the expert most 
competent to do so. There is no consistent 
point of view adopted but rather diversity of 
theoretical approaches are represented.” WN. J. 
B. 


p.12. % 


Allin, Russell V. Resistance of piles to 
penetration. Ed.2. 126p. E. & F. N. Spon, 
London. 

Engineering news-record, Oct. 30, 1952, p.55. 
% col. 

“Based upon the Hiley dynamic pile-driving 
formula, the value of which the author states 
has not been seriously challenged since the first 
edition of this book appeared over 20 years 
ago ... An informative chapter has been added 
in this edition to explain the relation between 
pile driving and soil mechanics, and the effects 
of driving in different soils.’ Robert D. Chellis. 


Allis, William P., & Herlin, M. A. 


Thermodynamics and statistical mechan- 


ics. 2389p. 1952. McGraw, New York, $6. 
American scientist, Oct. 1952, p.710. % 
col. 
“Designed for a half-year, introductory course 


in thermodynamics and statistical mechanics 
primarily for physicists. Much material or- 
dinarily covered in first courses in thermo- 
dynamics is omitted to permit the inclusion of 
chapters on statistical mechanics. That. ma- 
terial has been retained which seems most 
closely related to the properties of matter.” 
Pembroke J. Hart. 


Aluminium Development Association. 
Symposium on welding and riveting larger 
aluminium structures. 223p. 1952. The As- 
sociation, London, 4s. 6d. net. 

Journal of the Royal Aeronautical 
Oct, 1952, p.806. % p. 

“A very complete survey of both welding 
and riveting practice, and the discussion in- 
cludes several communications, in addition to 
the record of all the verbal discussion — 
Here is the complete volume to afford us a thor- 
oughly sober view of both welding and riveting 
by a concourse of those who are experienced in 
these methods of jointing.” 


Ames, Rollason W., & Harris, J. B. 
Worked examples in illuminating engi- 
neering. 238p. 1952. Macdonald & Co., 
Ltd., 16 Maddox St., London, W.1, 21s. 


Electrical review, Oct. 3, 1952, p.724. % 
col. 

“Will be of great value to a student prepar- 
ing for the City and Guilds examination in 
illuminating engineering, provided he has a 
teacher, or some qualified illuminating engineer, 
to whom he can go in cases of difficulty. This 
proviso is necessitated by the fact that the 
answers given contain a number of statements 
which, if not actually wrong, can very easily 
be misunderstood by a student working alone. 
There are, too, some errors which may well 
confuse a student although of no consequence 
to anyone familiar with the subject.” J. W. 
T. W. 

Electrical 
col. 

“Divided into two parts to correspond to 
intermediate and final examinations of the City 


Society, 


times, Oct. 23, 1952, p.748. % 
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of Guilds of London Institute, but students of 
other engineering courses should find in it much 
valuable material. Approximately the same 
field is covered in the two parts of the book 
but as may be expected the second half attains 


the higher standard commensurate with the 
final examination.” 
Light and lighting, Oct. 1952, p.361. 1% 


1. 

“Will be welcomed by those concerned with 
courses in Illuminating Engineering, who are 
not themselves closely in touch with this rela- 
tively new field of Technology. The examples 
selected cover most of the normal examination 
syllabuses, and the answers are in the main 
concise and well illustrated . The written 
‘question and answer’ method of learning is 
very useful in encouraging orderly thinking 
and presentation, but it is not a good method 
for understanding a subject. If, however, the 
limitations of the method are borne in mind, 
and a wary eye kept open for errors, the book 
should prove a useful guide in the rather limited 
field which it would appear to serve.” S. S. B. 

Anderson, M. E. Refrigeration note 
book. New edition. 274p. L. Hill, London, 
12s. 6d. net. 

Electrical journal, Oct. 31, 1952, p.1338. 4 
col. 

“In six sections, covering respectively prin- 
ciples of refrigeration, compressors, condensers, 


evaporators, regulators and regulation, and 
miscellaneous information; its purpose is to 
provide in a convenient reference form data 


likely to be of service to the refrigeration en- 
gineer Includes enough basic theory to 
give a clear idea of the fundamental physical 
laws governing the working of a refrigeration 
plant. Many of the tables have been specially 
calculated or arranged for this most useful 


work.” 
Armitage, Edward. Wireless funda- 


mentals. 368p. 1952. Pitman, London, 18s. 

Electronic engineering, Nov. 1952, p.511. 1 
col. 

“The most unfortunate weakness of the work 
as a whole lies in the very poor descriptions of 
the construction of modern radio components 

. . Despite this failing, Mr. Armitage is to be 
congratulated on producing a most useful text- 
book. Its unconventional subject-order justifies 
itself completely, and teachers of radio en- 
gineering at this level would be well advised to 
consider whether this book should not be 
adopted as a working text. It is certainly in 
the reviewer’s opinion, the best new book on 
this subject which has been published for some 
time.” K. G. Lockyer. 

Wireless engineer, Oct. 1952, p.282. 1% col. 

“‘Intended to fill a gap that at present 
exists between books whose aim is to teach 
“wireless” to students with no previous knowl- 
edge of electricity and those which are written 
for readers of University standard, equipped 
with the Calculus and the desire for a rigor- 
ously mathematical treatment of the subject.’ 
This is the opening sentence of the author’s 
preface and most people will agree that his in- 
tention is a laudable one... Serves a useful 
purpose as long as the reader remembers that 
it is of limited scope . .. Clearly written and 
unusually free from errors and misleading state- 
ments.” W. T. C. 


Baron, Margaret. Mechanical prop- 
erties of cheese and butter. 106p. Dairy 
Industries, Ltd., London, 15s. 
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Food, Oct. 1952, p.398. % col. 

“A summary of the work carried out on the 
rheology of cheese by Dr. Scott Blair and his 
colleagues at the National Institute for Re- 
search in Dairying. Some chapters are also in- 
cluded on similar studies by other workers, 
notably Kruisheer’s on butter. The general 
reader need not be daunted by this subject, for 
Miss Baron writes in a very readable manner 
and will lead him painlessly—if a trifle firmly— 
by the hand through the terminology of this 
young but vigorous branch of applied physics 
It is to be hoped that this book will be 
the means of introducing the subject of rheology 
to food technologists outside the specialized 
sphere of the British Society of Rheology.” 
R. J. MacWalter. 

Beckman, R. O. How to train super- 
visors. Ed.4, revised. 335p. 1952. Harper, 
New York, $4. 

Personnel journal, Nov. 1952, p.220. 1 col. 

“Includes much new material on the stafl 
meeting as a medium to develop executives, and 
is noteworthy for its coverage of recent re- 
search findings on that subject. The present 
edition also takes into account changes in labor 
relations law which are of interest to super- 
visors. In addition, an annotated bibliography 
has been included.” 

Bertalanffy, Ludwig von. Problems of 
life; an evaluation of modern biological 
thought. 216p. 1952. Wiley, New York, $4. 

Nature magazine, Nov. 1952, p.495. 12 1. 

“The author has long been advocating a 
viewpoint of biology called the ‘organismic con- 
ception.’ This book is based upon his practice 
and theory in this field, and holds that ‘biology 
is an autonomous science in the sense that its 
problems require the development of scientific 
conceptions and laws; further that biological 
knowledge and conceptions are active in dif- 
ferent fields’.” 

Science progress, Oct. 1952, p.748. 9 1. 

“A translation, quite adequately done, of the 
German original Das biologische Weltbild ... 
which has already been reviewed in this journal 
ee Those English readers who found the 
original somewhat heavy going will welcome 
this translation of Bertalanffy’s brilliant expo- 
sition of the organismal theory of life and its 
extension to wider fields of thought ... In- 
dispensable for all those, whether biologists or 
philosophers, who concern themselves with the 
fundamental problems of organic life.” 2H. 8. 
Russell, 

Birchall, James D. Classification of 
fire hazards and extinction methods. 97p. 


1952. Benn, London, 7s. 6d. net. 
Electrical journal, Oct. 31, 1952, p.1337. % 
col. 
“In a clear and concise way the author, a 
chemical research scientist, has succeeded in 


demonstrating the general hazards in which 
fires involving chemicals and common com- 
bustibles are caused and the estinguishing 


agents which are most effective in dealing with 
them. The causes and remedies are summarised 
and classified effectively and comprehensively. 
Fires involving electrical equipment . are 
mentioned particularly . . . and much valuable 
data can be gathered from the facts he sets 
out.” 

Bishop, Calvin C. Electrical drafting 
and design. Ed.3. 267p. 1952. McGraw, 
New York, $4.50. 
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Illuminating engineering, 
% col. 

“Intended as a textbook for those planning 
to enter the field of electrical design beginning 
as draftsman ... A practical book with prob- 
lems arranged to give practice in applying 
tables, formulas and charts found in power and 
lighting handbooks and manufacturers’ tables.” 

Product engineering, Oct. 1952, p.294, 296. 


Nov. 1952, p.17A. 


col. 

“Aimed at the person who plans to enter the 
field of electrical design .. . Written to ac- 
quaint the student with the methods of repre- 
senting electrical wiring familiar to the elec- 
trical contractor . .. Brought up to date in 
accordance with recent advances in wiring and 
electrical construction procedures and with the 
latest revision of the National Electrical Code.” 


Block, Richard J., and others. Paper 
chromatography; a laboratory manual. 
195p. 1952. Academic Press, New York, 
$4.50. 

Chemical and engineering news, Oct. 13, 1952, 
p.4309. % col. 

“Until the appearance of the present volume 
there was no single source (other than a 145- 
page bibliography collected by J. N. Balston and 
B. E. Talbot and published by H. Reeve Angel 
& Co. . .) to which a beginner or even an ex- 
perienced worker might turn for information 
about the chromatographic behavior of a com- 
pound or a group of compounds with which he 
had not previously worked The present 
volume should make it much easier for those 
inexperienced in paper chromatography to begin, 
as well as for those experienced in one area to 
undertake chromatography in another area of 
chemistry. It is a laboratory manual con- 
taining detailed information for all the opera- 
tions necessary. It will undoubtedly find its 
way into the reference shelf of every laboratory 
and individual concerned with paper chroma- 
tography.” Melvin Calvin. 

Journal of the Society of Leather 
Chemists, Sept. 1952, p.296. % p. 

“The general coverage of the book is useful, 
but the section on phenols fails to include any 
of the serious work on paper chromatography 
of the tannins. The examination of paper 
chromatograms under U.V. light to detect char- 
acteristic fluorescences is mentioned by several 
authors prior to 1951 ... and the technique is 
important enough to deserve detailed discus- 
sion. The format and physical make-up of the 
book are good and its general arrangement is 


Trades’ 


good. The price, however, at the present rate 
of exchange, puts the book out of reach of 
many.” 


Boundy, R. H., & Boyer, R. F. Styrene; 
its polymers, copolymers, and derivatives. 
1304p. 1952. Reinhold, New York, $20. 
(American Chemical Society. Monograph 
series, no.115.) 

Modern plastics, Nov. 1952, p.174. % col. 

“Intended especially for industrial chemists 
engaged in the fabrication of polystyrene and 
in the handling of styrene for use in plastics, 
rubber, and resins, this book ... is an account 
of the polymerization, copolymerization, chem- 
ical modification, and manufacture of styrene, 
and of its industrially important derivatives.” 

Modern tevtiles magazine, Nov. 1952, p.40. 


col. 
“Offers the first complete treatment ever 
published on the subject of styrene, its polymers, 
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copolymers and derivatives.” 

Petroleum processing, Nov. 1952, p.1673. % 
col. 

“Another valuable book to be added to the 
petrochemical man’s library . . . Some 1200 to 
1300 pages contain its history; manufacturing 
methods; physical properties, chemistry, analysis 
and handling of the monomer; its polymers, 
copolymers and derivatives .. . Recent advances 
in the field are covered in the special ap- 
pendix.” 


_ Brazier, Mary A. B. Electrical activity 

of the nervous system; a textbook for 
students. 220p. 1951. Macmillan, New 
York, $5. 

American journal of physical medicine, Oct. 
1952, p.412. 7 1. 

“The author has reviewed the basic electro- 
physiology in a textbook which is aimed at 
students Gives a very good review of 
electrophysiology Elementary in nature, 
and many of the controversial problems are left 
out. The value of this book is to acquaint the 
student in a simple fashion with some of the 
elementary problems of electrophysiology.” H. 
D. Bouman. 

Burhop, E. H. S. Auger effect and 
other radiationless transitions. 188p. 1952. 
Cambridge Univ. Press, 32 E. 57th St., 
New York, $5.50. 

Journal of the Franklin Institute, Oct. 1952, 
p.841. % p. 

“Gives a rather complete discussion of most 
of the work in this field up to December 1950 

. Should be of particular value to workers in 
the fields of nuclear and X-ray physics.” H. 
Platzer. 


Casey, James P. Pulp and paper chem- 
istry and chemical technology. v.2: Prop- 
erties of paper and converting. 608p. 
1952. Interscience Publishers, New York, 
$15. 

Chemical and engineering news, Oct. 18, 1952, 
p.4308, 24 col. 

“As in Volume I, the author is generous with 
literature references, over 900 appearing as 
footnotes. The subject index, comprising 44 
pages, is thorough and designed for easy refer- 
ence by the user. This second volume is com- 
plimentary to the first volume and is highly 
recommended to the paper chemist, not only for 
reference but for general informational pur- 
poses. In no other book is there so much up- 
to-date assembled information concerning paper 
treating operations, both on and off the ma- 
chine.” John L. Parsons. 

Cassidy, Walter F., & Robusto, C. C. 
Business mathematics. 1952. Prentice- 
Hall, New York, $6.35 (Schools, $4.75). 
(Prentice-Hall mathematics series.) 

Accountants digest, Sept. 1952, p59. % 
col. 
“The authors . have attempted to keep 
their explanations, simple, brief and not too 
technical. They have avoided mathematical 
rigor in the belief that it is neither desirable 
nor necessary at this level. They realize that 
business students are seldom interested in com- 
plex mathematical reasoning . . . This text is 
characterized by simple and readable presenta- 
tion, practical and flexible arrangement of ma- 
terial, adaptability and realistic, practical prob- 
lems.” 
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Chapin, Henry, & Smith, F. G. W. The 
Ocean River; the story of the Gulf 
Stream. 325p. 1952. Scribner, New York, 
$3.50. 

Science, Oct. 17, 1952, p.436. 1 col. 

“There is a great deal of rambling in this 
book, and unfortunately most of it is only 
incidental to the Gulf Stream .. . It is the 
unreserved opinion of this reviewer that The 
Ocean River is too diffusely written to be of 
any interest to the scientific reader.’’ Henry 
M. Stommel. 


Christie, Dan Edwin. Intermediate col- 
lege mechanics; a vectorial treatment. 
454p. 1952. McGraw, New York, $7. 


American scientist, Oct. 1952, p.712. % col. 

“The examples used are clearly explained 
and round out the theory quite satisfactorily. 
This book represents a modern approach to one 
of the most satisfying quantitative aspects of 
the physical sciences.” Eugene C. Robertson. 

Science, Oct. 31, 1952, p.490. 1 col. 

“As a vectorial treatment, Christie’s book 
provides a well-consolidated body of physical 
material, while still presenting the requisite 
mathematics in some detail but without undue 
prominence. Each concept has been given care- 
ful attention with regard to illustrative exam- 
ples and has, on the whole, been complemented 
by a set of well-graded exercises.” H. R. Milley. 


Clarke, Brice R. Causes and preven- 
tion of tuberculosis. 288p. 1952. Williams 
& Wilkins, Baltimore, $6.50. 

Journal of the American Medical Association, 
Sept. 20, 1952, p.253. % col. 

“The subject is broad, and the author en- 
deavors to give a complete picture, which in- 
cludes material on the method of infection, 
social and environmental factors, and the in- 
fluence of food, age, race, and family ... This 
book is well worth reading by all who are in- 
terested in tuberculosis or its implications in 
health and medicine.” 

Corrigan, Bernard, ed. Display manual. 
176p. National Retail Dry Goods Assoc., 
New York, $7.50. 

Journal of business education, 
p.41. % col. 

“A working manual in the field of retail 
visual merchandising . . Experienced people, 
closely related to the field of visual merchandis- 
ing were chosen as co-authors, each contributing 
a chapter to this, the first retail display manual 

. Each chapter is well illustrated with ac- 
tual pictures of equipment and examples of at- 
tractive and purposeful display. There are 
several pages of prize window displays. As a 
reference book for retailing courses, its possi- 
bilities are limitless; it brings business into the 
classroom.” 

Culbertson, James T., & Cowan, M. C. 
Living agents of disease. 640p. 1952. Put- 
nam, New York, $5.50. 

American journal of nursing, 
p.1396. % col. 

“The authors have prepared a comprehensive 
study of the effect of microorganisms on man 
and his environment which is interesting and 
easy to read ... The tables are concise, they 
summarize essential points, and are placed in 
the text where they are most useful .. . Illus- 
trations have been well selected Should 
prove valuable as a reference book on micro- 


Oct. 1952, 


Nov. 1952, 
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biology for nursing students and for those inter- 
ested in the health problems caused by living 
agents.” Esther K.- Sump. 

Daglish, Eric Fitch. Name this insect. 
294p. 1952. Dent, London, 15s. net. 

Nature, Oct. 11, 1952, p.596. % col. 

“Attractively written and produced... 
There are two inevitable criticisms. First, if a 
convincing identification is not achieved, the 
inquirer does not know if this is because he has 
somewhere made a mistake, or because the 
species has not been included. Second, the 
designed simplicity and breadth of field of the 
keys entails a lack of precision, and identifica- 
tions will sometimes be incorrect. Careful 
checking with descriptions and illustrations is 
essential, and, unless these clearly fit, specialist 
books should be consulted if certainty is de- 
sired. Unfortunately, a list of these is not 
provided.” B. D. Moreton. 

D’Alelio, Gaetano Francis. Fundamental 
principles of polymerization; rubbers, 
plastics and fibers. 517p. 1952. Wiley, New 
York, $10. 

Mines magazine, Oct. 1952, p.103. %& col. 

“Summarizes fundamental knowledge essen- 
tial to a scientist in the field of Polymers... 
Throughout . .. are many diagrams and illus- 
trations showing chemical construction and 
mathematical formula used in the solution of 
problems involved. At the end of each chapter 
will be found a long list of references covering 
the subject treated. 48 pages are devoted to a 
very complete index. The book is one that 
will be found valuable for technicians interested 
in becoming fully acquainted with the princi- 
ples of Polymerization.” 

Paint and varnish production, Nov. 1952, p.88. 

col. 

“Containing particular reference to rubbers, 
plastics and fibers, the volume is concerned with 
those minimum fundamentals on which polymer 
scientists must base their practical work .. . 
A feature . is D’Alelio’s clarification and 
coordination of existing polymer terminology ; 
this he achieves by presenting a series of exact 
definitions and introducing new terms.” 

Davis, Calvin Victor, ed. Handbook of 
applied hydraulics. Ed.2. 1272p. 1952. 
McGraw, New York, $15. 

Contractors and engineers monthly, Nov. 1952, 
p.21. % col. 

“A comprehensive manual . . The second 
edition features an expanded treatment of grav- 
ity dams, with an examination of recent projects 
in the light of structural behavior. The section 
on spillways has been brought up to date with 
new material on discharge coefficients and de- 
sign advances. Discussion of important new 
installations has been added to the _ hydro- 
electric-plant section, and special reference is 
made to underground stations. Bxamples from 
actual records of outstanding projects illustrate 
the practical applications of the facts pre- 
sented.” 

Journal of the American Water Works Asso- 
ciation, Oct, 1952, p.22 P&R. % p. 

“The humor in retaining the appellation 
‘handbook’ for tomes of this weight is becoming 
—if we may abuse the metaphor further—a 
little heavy-handed, but the volume is other- 
wise a serious reference work of commanding 
respectability .. . New chapters on water ham- 
mer, surge tanks, and other matters have been 
added . and other sections have been re- 
written or revised.” 
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Product engineering, Nov. 1952, p.304, 306. 
1 


col. 

“The objectives of this second edition are 
identical to those of the first . . . Deals prima- 
rily with the practical aspects of all phases of 
hydraulic engineering and includes a wealth of 
reference material. In response to requests 
during the last ten years, new sections have 
been added on water hammer, surge tanks, speed 
regulation and navigation locks. Other sections 
either have been rewritten or brought up to 
date. The basic policy of drawing illustrative 
examples from the design files of actual projects 
has been followed throughout. Reference ma- 
terial on hydraulics has been presented as an 


appendix and a second appendix covers the 
graphical analysis of many of the problems 
presented.” 


Dawes, Ben. A hundred years of bi- 
ology. 429p. 1952. Macmillan, New York, 
5 


American scientist, Oct. 1952, p.696. % 


col. 

“It is readily apparent that a book dealing 
with a hundred-year history of such a science, 
within less than five hundred pages, would be 
considered as a reference book. And yet, the 
wealth of information contained in it, written 
for ‘intelligent amateurs as well as specialist 
students,’ will recommend it to a wide audience.” 


De Carle, Donald. Practical clock re- 
pairing. 240p. N. A. G. Press, London, 
$7.50. 

Electrical 
col. 

“Clock movements being extensively used in 
electrical instrumentation, this book should 
have value in utility meter departments. Not 
that it even mentions time switches or graphic 
meter drives, but that it covers types of escape- 
ments, gear trains, all aspects of the mechanics 
of timekeeping from the standpoint of the re- 
pairman. Quite aside from its usefulness in 
the trade of clock fixing, the bool: with its many 
illustrations has definite fascination for those 
amateurs who find relief from desk work in 
tinkering with that old clock and making it 
keep perfect time again.” 

Jewelers’ circular-keystone, Nov. 1952, p.151. 
% col. 

“The author deals with the usual faults 
likely to develop in each type of movement in 
general use, from the grandfather to the alarm 
clock. Tools and equipment are described and 
fully illustrated, together with the ways of 
using them. Mr. de Carle has once again given 
the industry a valuable book, one that is likely 
to become a classic. It is a worthy companion 
volume to the author’s already famous book, 
Practical Watch Repairing.” 


Dobson, Roderick. Birds of the Channel 
Islands. 2638p. 1952. Staples Press, Inc., 70 
E. 45th St., New York, $6. 

Nature, Nov. 8, 1952, p.769. % col. 

“The information about each species is ar- 
ranged in this book under the four largest 
islands, and in some cases the available infor- 
mation is rather meagre; nevertheless this is a 
valuable contribution to the ornis of the Chan- 
nel Islands, and no doubt in a future edition 
there will be many additions to the list of 
species, especially among the migrants. There 
are a number of photographs of various birds, 
nests and well-known breeding places.” 

Nature magazine, Nov. 1952, p.451. % col. 


world, Oct. 20, 1952, p.203. % 
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“Some 250 different species have been re- 
corded from these channel-girt dots on the map, 
and the author has written his book to bring 
together the scattered records of a century.” 

Drysdale, Charles V., & Jolley, A. C. 
Electrical measuring instruments. Ed.2, 
revised by G. F. Tagg. pt.1. 598p. 1952. 
Chapman & H., London, 75s. net. 

Electrical journal, Oct. 31, 1952, p.1338. %4 
col. 
“Dr. Tagg has .. . pursued the course of 
blending the original information and form of 
presentation with the latest methods of con- 
struction, emphasising where necessary the ad- 
vances made in the theory of design or per- 
formance. Part 1, with which we are here 
concerned, deals with general principles and 
electrical indicating instruments in 10 chapters 
covering permanent magnet moving coil, soft 
iron, dynamometer, hot wire and electrostatic 
type measuring devices. A note is appended on 
the conversion of international units adopted in 
the text to absolute units.” . 

Duke-Elder, Stewart. Text-book of oph- 
thalmology. v.5: The ocular adnexa. 4631- 
5713p. 1952. Mosby, St. Louis, $22.50. 

Journal of the American Medical Association, 
Oct. 4, 1952, p.525. % col. 

“Volume 5... confines itself to a discussion 
of the ocular adnexa in five gigantic chapters 
that deal exhaustively and brilliantly with de- 


velopmental anomalies, diseases of the lids, 
diseases of the lacrimal apparatus, diseases of 
the orbit, and diseases of the para-orbital 
regions . .. [The author] has welded another 


seintilating link in a chain of ingenious accom- 
plishment.” 

United States armed forces medical journal, 
Oct. 1952, p.1474. % p. 

“The first 4 volumes of this textbook were 
cnthusiastically accepted as most outstanding 
contributions to modern ophthalmic literature. 
Volume 5 adds another superior book to this 
series . . . Written in the inimitable Duke-Elder 
style, superbly illustrated, and well printed... 
Belongs . . . in the library of every ophthal- 
mologist and as a reference in every library 
available to the physician . . . Not intended for 
the medical student but is indispensable to the 
resident in ophthalmology.” J. H. King, jr. 

Elder, Stewart Duke-. See Duke-Elder, 
Stewart. 

Evans-Hemming, Douglas F. Flexible 
budgetary control and standard costs. 
184p. 1952. Macdonald & Evans, London, 
42s. 

N.A.C.A. bulletin, Oct. 1952, section 2, 
10 1. 

“Nine ‘plates’ giving much detail of form 
and procedure for determinations (as of normal 
capacity and departmental rates) needed in the 
thoroughgoing application of standard costs and 
flexible budgeting for control follow the text of 
this work by an English author who received 
at least part of his inspiration from an Ameri- 
can pioneer in the field. There are twenty-two 
chapters, short and concretely procedural.” 

Frankenburg, Walter G. See Advances 
in catalysis and related subjects. 

Frazee, Irving, and others, ed. Auto- 
motive maintenance and trouble shooting. 
414p. 1952. American Technical Soc., Chi- 
cago, $4.75. 


p.305. 
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Automobile engineer, Oct. 1952, p.394. % 
col. 

“Deals with every known type of trouble and 
tells the reader, step by step, what to do about 
it. It does this in a systematic and practical 
manner ... Deals only with motor cars and 
does not include commercial vehicles nor diesel 
engines . . . Written by Americans for Ameri- 
cans, but will nevertheless be of value to all 
motor mechanics . . . The book is valuable to 
both the automobile mechanic and to the class- 


room student.” 
Geen, Fox. A.B.C. of gliding. 103p. 
1952. Allen & Unwin, London, 12s. 6d. 


net. 

Journal of the Royal 
Oct. 1952, p.807. % p. 

“A primer for the gliding pupil . . . Discusses, 
with the aid of many diagrams, the steps in 
training up to the first soaring (‘C’) certificate, 
but leaves the technique of advanced soaring to 
others to expound. The emphasis is almost 
entirely on solo training, although this method 
is being superseded rapidly in Great Britain by 
dual _ training. The treatment is generally 
sound but Mr. Fox Geen should correct some 
errors.” 


Golding, E. W., & Green, H. G. Ele- 
mentary practical mathematics. bk.1. 


180p. 1952. Pitman, London, 6s. net. 

Mechanical world, Oct. 1952, p.188. % col. 

“This, the first of three volumes which pro- 
vide a complete course in their subject for the 
Ordinary National Certificate, is useful for en- 
gineering training in that it is written in terms 
of the practical experience of the student... 
Arithmetic, formule, algebra, logarithms, trig- 
onometry, mensuration, and graphs are intro- 
duced to the reader. Worked examples illus- 
trate the text and there are many questions 
with answers for practice. Mathematical tables 
and a table of constants are included.” 


Graham, Irvin. Advertising agency 


practice. 3038p. Harper, New York, $4.50. 

Advertising agency and advertising € selling, 
Nov. 1952, p.171. % col. 

“Based ...on a survey of agencies through- 
eut the country, as well as... [the author’s] 
own experience Describes typical pro- 
cedures followed by large, medium, and small 
American agencies, in an effort to provide an 
over-all study of how they are organized and 
operated.” 

Broadcasting, Oct. 20, 1952, p.20. %& col. 

“Based on a_ broad survey of agencies 
throughout the nation, this book is a detailed 
study of how American advertising agencies are 
organized and operated.” 

Printers’ ink, Oct. 31, 1952, p.85. 4 col. 

“A welcome addition, for this important sub- 
ject has not recently been treated systematically. 
By limiting the topic to agency practice, the 
author bars any elaborate discussion of the 
history and development of American agencies. 
Their purpose and growth are the subject treat- 
ed in two introductory chapters. Part II on 
management has six chapters and about 100 


Aeronautical Society, 


pages. Part III on service functions has 12 
chapters, 165 pages. And there’s a 10-page 
glossary. Another good job by Mr. Graham.” 


Graham, Irvin. Encyclopedia of adver- 


tising. 606p. Fairchild, New York, $6.50. 
Advertising agency and advertising € selling, 
Nov. 1952, p.171. 11 1. 
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“More than 1,100 terms, covering advertising 
and its allied fields, have been catalogued into 
this working manual.- Phases of advertising 
included are: marketing, printing, production, 
public relations, publicity, and media. Defini- 
tions are largely augmented with detailed ex- 
planations and examples of usage. Postage reg- 
ulations and various services available to ad- 
vertisers, as well as existing laws affecting the 
industry, are included.” 

Printers’ ink, Oct. 31, 1952, p.85. % col. 

“This ambitious project is successful in the 
main, though the sub-title claims too much... 
In general the contents are excellent, but treat- 
ment might have been more concise. Well over 
90% of the book is vocabulary, definition and 
discussion. Then the entry terms are classed 
under 28 main categories. The third division 
is a directory of associations with addresses 
and adequate descriptions. A remarkable pro- 
duction—especially in view of its price and 
the author’s other recent books.” 

Tide, Oct. 17, 1952, p.24. 1% col. including 
an illustration. 

“An alphabetical listing with detailed ex- 
planations of the terminology and trade tools 
used in the advertising business. Some 1,100 
entries (from AA’s, author’s alterations, to 
zoomar lens) define the industry’s language, 
and together make up the first central reference 
book for advertising people and those in related 
fields.” 


Grant, Hiram E. Practical descriptive 
geometry. 2538p. 1952. McGraw, New 


York, $4. 

Machine design, Nov. 1952, p.210. 9 1. 

“This descriptive geometry textbook, accord- 
ing to the author, ‘attempts to correlate and 
integrate theory and practice instead of con- 
sidering each a separate entity.’ The ‘direct 
method’ of presentation, which is a compara- 
tively recent American innovation, is employed 
throughout in this treatment of the subject. 
Problems have not been included in the text 
but a special set designed for use with the book 
is available.” 

Product engineering, Oct. 1952, p.292. % 
ol. 

“Correlates and integrates theory and prac- 
tice instead of considering each a_ separate 
entity . . . Simce accuracy is a vital part of 
drafting, the text devotes a chapter to it... 
Problems are not included in this text, since a 
special set of problems entitled Practical De- 
scriptive Geometry Problems has been designed 
for use with this book.” 

Haigh, H., & Newton, B. A. Wools of 
Britain. 78p. 1952. Pitman, London, 12s. 
6d. net. 

Journal of the Teatile Institute, Sept. 1952, 
p.P768. 1 p. 

“Books providing reliable information on 
British wools are all too scarce; the book 
under review is particularly welcome because 
it meets the deficiency by making available such 
knowledge in concise and readable form ... The 
book is excellent and the authors are to be 
congratulated on their choice of subject matter 
and on the manner of its presentation.” A. B. 
Wildman, 


Harris, John D., & Morice, P. B. Pre- 
stressed concrete. 64p. 1952. Cement and 


Concrete Assoc., London, gratis. 
Commonwealth engineer, Aug. 1, 1952, p.29 
% col. 
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“Materials, theory of prestressing, and ap- 
paratus for pre-tensioning and post-tensioning 
are discussed . . . Over half of the space is 
devoted to applications of pre-stressing. Pre- 
tensioning has been used in construction of 
sleepers, beams for buildings and bridges, water 
tanks, transmission line poles, piles, barges. 
Applications of post-tensioning include build- 


ings, bridges, aircraft runways, tanks, pipes, 
tunnels, harbor works, piles, dams, underpin- 
ning.” 

Hemming, Douglas F. .Evans-. See 
Evans-Hemming, Douglas F. 

Horn, Stanley F. This fascinating 
lumber business. Revised edition. 313p. 


1951. Bobbs, Indianapolis, $4.50. 

Journal of forestry, Oct. 1952, p.752. 1% 
col. 

“Not a text book, a reference book, or an 
historical business romance, but it does partake 
of all to such an extent that it is ‘required 
reading’ for anyone interested in the lumber 
business .. . A logical and orderly presentation 
of the lumber industry in facts, figures, pictures, 
and story . . . Recommended reading as an his- 
torical business romance, and required reading 
for everyone in the lumber industry. The lat- 
ter will also find it to be a very useful refer- 
ence.” R. E. Broderick. 


Howell, Herbert A. Copyright law. 
Ed.3. 376p. 1952. Bureau of National Af- 
fairs, Inc., Washington, D. C., $7.35. 

Product engineering, Oct. 1952, p.302. % 
col. 

“Made up from a series of lectures on copy- 
right delivered by the author to graduate law 
students, it consists of many of the problems 
that come up in actual practice. The court 
decisions referred to have been picked from 
those made since 1909 when the present copy- 
right act went into effect.” 


Hyndman, Olan R. Origin of life and 
the evolution of living things. 648p. 1952. 
Philosophical Library, New York, $8.75. 

Journal of the Franklin Institute, Oct. 1952, 
p.339. 11 1. 

“For many decades biologists have held that 
a fortuitous mutation is the fundamental mech- 
anism of evolution. In his new theory Dr. 
Hyndman proposes that the fundamental ‘in- 
fluence is environmental in nature and the 
changes in the germ plasm—as he calls it— 
are wholly subject to the operation of natural 
(physical) laws. He holds that the genes are 
stimulable, that is, subject to change and the 
change is structural as opposed to the mutative 
change . . . A difficult, albeit absorbing, book 
and though the environmental approach may 
not be accepted, it presents a thoroughly stimu- 
lating picture of how man began.” J. M. Levitt. 


Industrial and Engineering Chemistry. 
Modern chemical processes; a series of 
articles describing chemical manufactur- 
ing plants. v.2. 299p. 1952. Reinhold, New 
York, $5. 

Chemical age, Oct. 4, 1952, p.475. 1% col. 

“With the publication of Volume 2, it is 
becoming obvious that this series will provide a 
very valuable reservoir of information upon 
chemical technology ... Much of the material 
refers directly to American processes, condi- 
tions and plants, and will, therefore, be of in- 
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terest mainly to the advanced student and the 
designer. In the present volume, however, it is 
pleasant to note that the articles which are 
exclusively of American interest are restricted 
to three, two of which are concerned with 
sulphur mining and recovery from natural gas.” 
J. R. M. 

Mines magazine, Oct. 1952, p.103. 4% col. 

“Second volume in a series destined to prove 
a perpetual inventory of American chemical 
technology and the most valuable reference 
source of its kind available. Volume II con- 
tains the same factually authoritative pattern 
laid down by its predecessor . Petroleum, 
Chemical, Metallurgical and Mining engineers 
will all find much of interest and value in this 
practical volume.” 

Science, Oct. 3, 1952, p.372. % col. 

“Twenty-four modern plants are described in 
detail as to history and chemistry of process- 
ing, equipment used, processing steps employed, 
economics, and production figures Well 
written, definitely of value to the chemical en- 
gineer, and should be of value and interest to 
technical people in other fields of engineering. 
The companies that cooperated in preparing the 
reports are to be commended for their contri- 
butions to the existing literature by disclosing 
many intimate details of their plants and their 
manufacturing processes.” OC. W. Selheimer. 

Isard, Walter, & Whitney, Vincent. 
Atomic power, an economic and social 
analysis. 235p. 1952. Blakiston, Philadel- 
phia, $4.75. 

Chemical engineering, Oct. 1952, 

“An analysis 


p.341. 1 col. 
of the economic problems in- 
volved in peacetime applications of atomic 
energy . This study is timely and impor- 
tant.” B. K. McKee. 

Nucleonics, Oct. 1952, p.76. 25 col. 

“A stimulating and worthwhile work, under- 
standably controversial in the immediate dis- 
cussion of atomic costs, but probing, sensitive, 
and imaginative in the examination of atomic 
effects on the world ... Should be included in 
the libraries of the nuclear and economic fra- 


ternity, and the work itself should be con- 

tinued and extended.” John R. Menke. 
Jackson, J. Hugh. Elements of ac- 

counting. Ed.3. 3384p. 1952. McGraw, 


New York, $4.25. (Pathfinder accounting 
series.) 
Accountants digest, Sept. 1952, p.60. % col. 
“Specifically designed for a one-semester basic 
accounting course for use by colleges and uni- 


versities . . . Consists of the first sixteen chap- 
ters of Dr. Jackson’s complete textbook, Ac- 
counting Principles, Third Edition . . . Ample 


questions and problem material are provided for 
each chapter.” 

Jolliffe, Norman. 
duced. 235p. 
$2.95. “ 

Health news, Sept. 1952, p.13. 1% col. 

“Written by a physician for the overweight 
patient who is embarking on a reducing regime 
under the direction of his own doctor ... Will 
be of value in increasing the patient’s under- 
standing of why and how he became overweight 
and what to do about it... Although Reduce 
and Stay Reduced may be thought of as just 
another book on overweight, it has certain 
features and an aura of authority not to be 
found elsewhere. It should be of great help to 
the busy practitioner.” John H. Browe. 


Reduce and stay re- 
1952. Simon, New York, 
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Jordan, Emil L. Hammond’s nature 
atlas of America. 256p. 1952. Hammond, 


Maplewood, N. J., $7.50. 

Frontiers, Dec. 1952, p.58. 1% col. 

“Contains 320 original paintings, 104 full- 
color range maps, colored sectional maps show- 
ing where to see nature best, tables of the 
wildlife refuges of the United States and south 
ern Canada, and maps emphasizing climate and 
landforms. This use of maps, a novel approach 
to popular nature study, is its distinguishing 
feature. In fact, were it not for the maps and 
tables, particularly those indicating the location 
of outstanding areas for nature observation, 
there would be little to justify this book which 
te a large extent duplicates Peterson's Wildlife 
in Color and Zim’s Golden Nature Guides to 
birds, flowers, insects and trees . . . The text 
accompanying each of the 320 illustrations is 
well written; the colored illustrations, however, 
are rather disappointing.” James A. Fowler. 

Natural history, Oct. 1952, p.341. % col. 

“The author, his collaborators, and Ham- 
mond’s are to be commended for initiating this 
comparatively new approach to popularization 
of natural history. The atlas type of presenta- 
tion naturally goes well with the immense de- 
gree of telescoping and condensation required 
to cover ever so briefly this enormous field. The 
work naturally leans heavily on its colored 
illustrations, some of which, whether due to 
original deficiency or to faulty reproduction I 
know not, are distinctly disappointing 
There is a glossary and an index.” G. H. H. 
Tate. 

Nature magazine, Nov. 1952, p.499. % col. 

“Following a chapter entitled ‘Where to See 
American Nature Best,’ this large-sized book 
presents maps showing locations of national 
parks, national forests, state parks and other 
reservations. It then proceeds to chapters deal- 
ing with minerals and rocks, trees, wild flowers, 
birds, mammals, fishes, amphibians and rep- 
tiles, insects and climate. The color illustra- 
tions are simple and designed to show off the 
subject as clearly as possible as an aid to 
identification. The illustrations range from 
good to fair ... The text accompanying each 
picture is popular and concise, and every effort 
has been made to check it for accuracy with 
authorities in the several fields covered. The 
index provides ready reference to the subjects 
treated.” 

Kemp, T. Genetics and disease. 330p. 
1952. Oliver, Edinburgh, 60s. 

Eugenics review, Oct. 1952, p.164. 2% col. 

“A straightforward elementary account of 
the application of modern genetical theory to 
medicine . Presumably intended as a gen- 
eral textbook of the subject for medical stu- 
dents and also as a guide to general practition- 
ers and clinicians in the various specialties 
who may at one time or another be confronted 
with problems _ a knowledge of medical 
genetics.” H. 

Kennedy, Ralph D., & McMullen, S. Y. 
Financial statements. Revised edition. 
593p. 1952. Irwin, Homewood, IIl., $7.65. 
(Irwin series in accounting.) 

Accountants digest, Sept. 1952, p.61. % col. 

“The main purpose of the new edition of this 
book, as of the old, is to explain the reading 
of financial statements . . The reviewer be- 
lieves that this is the most thorough and up 
to date treatment of statement analysis avail- 
able.” 
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Kingzett, Charles T. Chemical encyclo- 
pedia. Ed.8; edited. by Ralph K. Strong. 
1186p. 1952. Van Nostrand, New York, 


$16. 

Drug & cosmetic industry, Nov. 1952, p.697. 
% col. 

“The publication of a new edition of this 
encyclopedia—which is known all over the world 
as ‘Kingzett’—marks a new stage in its career. 
For this eighth edition the services of a team 
of nine contributors, each a specialist in his 
field, have been enlisted, about half of them 
British and half American .. . In all some 700 
changes of importance have been made either by 
extending or revising former articles or by add- 
ing new subjects.” 

Electrical manufacturing, 
270. % col. 

“Holds a well-established reputation and ful- 
fills admirably its purpose of being a ‘digest of 
chemistry and its industrial applications.’ All 
entries are in alphabetical order ... The in- 
formation is presented concisely; in some in- 
stances a subject is covered thoroughly in a 
1- or 2-page summary. Although the range of 
entries naturally covers many that are com- 
pletely out of the field of interest for the 
product design engineer, there is a vast and 
fascinating body of information for the in- 
quisitive and acquisitive minds. The first en- 
try, incidentally, is ‘A-Bomb,’ a testimonial to 
the up-to-dateness of the eighth edition. Some 
700 changes are incorporated.” 


Knoll, M., & Kazan, B. Storage tubes 
and their basic principles. 1438p. 1952. 


Wiley, New York, $3. 

Electrical world, Oct. 20, 1952, p.203. 9 1. 

“Storage tubes are increasingly important 
elements of computer and signal-converter ap- 
plications. This book explains the action of 
the many types in simple physical terms with- 
out mathematics. How the writing, storage, 
reading and erasure are achieved is detailed. 
Television tubes are reserved for the closing 
section of this informative book.” 

Radio ¢ television news, Dec. 1952, radio- 
electronic engineering section, p.18. % col. 

“Although the importance of electronic stor- 
age for television, computer, and _ signal-con- 
verter applications is generally recognized, no 
previous textbook has been concerned primarily 
with storage tubes. It is the purpose of this 
book to explain the fundamental operation of 
the different types of storage tubes and to pro- 
vide this information in an easily accessible 
form.” 


Koller, Lewis R. Ultraviolet radiation. 


270p. 1952. Wiley, New York, $6.50. 

Illuminating engineering, Nov. 1952, p.17A. 
¥% col. 

“Prepared for professional and technical peo- 
ple who sometimes deal with ultraviolet energy. 
The author did not intend it to cover the entire 
field comprehensively but rather ‘to answer 
some of the questions which confront physicists 
and specialists in fields other than physics 
when they find it necessary to work in this 
portion of the spectrum’.” 

Journal of the Franklin Institute, Oct. 1952, 
p.338. % p. 

“Attempts to provide answers to ... many 
questions raised by persons who work with 
ultraviolet radiation. By no means a compre- 


Nov. 1952, p.268, 


hensive or basic book, it provides many useful 
sources and comporents which are 
available and widely used .. 


data on 
commonly 
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Should find wide acceptance among scientific 
workers in the field of ultraviolet radiation 
and its application.” 8. Charp. 

Journal of the Optical Society of America, 
Oct. 1952, p.785. % col. 

“The collection of available literature data 
and its augmentation from the author’s own 


supporting organization laboratories of the 
General Electric Company provides a _ con- 
venient and useful reference work ... There 
are included excellent graphical illustrations 


and tables to provide working data references 
for research workers. The text is prepared to 
provide useful information not only for the 
technical physicists, but also for the needs of 
research workers in such other fields as medi- 
cine, chemistry, engineering, and biology.” 
Wallace R. Brode. 

United States armed forces medical journal, 
Oct. 1952, p.1544. % p. 

“Primarily intended to answer some of the 
questions which confront physicists and special- 
ists in fields other than physics. The general 
medical practitioner would have little use for 
this book, but it is recommended to _ those 
physicians who use ultraviolet light either 
clinically or experimentally.” G. E. Vaupel. 


Lapple, H. Electric fuses; a critical 


review of published information. 173p. 
1952. Butterworths Scientific Publications, 


Ltd., Bell Yard, Temple Bar, London, 
W.C.2, 25s. 
Electrical review, Oct. 17, 1952, p.844. % 


col. 

“This work, which has been written by the 
chief engineer of the h.v. fuse and over-voltage 
protection department, Siemens-Schuckertwerke, 
Berlin, is a critical résumé of the published 
information on fuses with particular reference 
to practical and commercial engineering as- 
pects. Both lv. and h.v. fuses are included in 
the scope of the work and a comprehensive list 
of references with abstracts forms the latter 
part of the volume. In this way much useful 
information is provided on the subject of fuses 
and their application . . . The work is informa- 
tive and up to date and the book should be of 
undoubted interest and service to electrical en- 
gineers over a wide field.” J. P. 


Le Page, Wilbur R. Analysis of alter- 
nating-current circuits. 444p. 1952. Mc- 
Graw, New York, $6.50. 

Radio ¢ television news, Oct. 1952, radio- 
electronic engineering section, p.25. % col. 

“Fundamental principles are emphasized in 
this text on a.c. circuits which is completely 
devoted to the steady state in lumped linear 
networks Presupposes a previous intro- 
ductory course in the elements of electrical 
engineering and some d.c. circuits.” 


Leyel, Hilda W. Green medicine. 324p. 
1952. Faber, London, 31s. 6d. 

Economic botany, Oct.-Dec. 1952, p.408. % 
col. 

“The author provides delightful reading in 
the history and folklore of herbs for the cir- 
culation of the blood, for the throat, for the 
lungs, for the digestive organs, for the liver, 
for the organs of reproduction, for the bladder 
and kidneys, and for the brain. A chapter is 
devoted to each of these groups. In addition 
to general, botanical and familiar names in- 
dices, there are ten others covering herbal 
names in ten foreign languages.” 
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Lorenz, Konrad Z. King Solomon’s 
ring; new light on animal ways; trans- 
lated from the German by Marjorie Kerr 
Wilson. 202p. 1952. Crowell, New York, 
$3.50. 


American naturalist, Sept.-Oct. 1952, p.335. 
kL 

“A charming book—the text easily trans- 
lated from the German into an absorbing ac- 
count of Dr. Lorenz’ adventures with his ani- 
mals, with delightful Lorenzian drawings on 
every page. No biologist will be bored with 
the book, which gives eonsiderable insight into 
Lorenz’ theories of behavior without recourse 
to any technicalities. Among laymen, the book 
ought to interest anyone who likes birds, or has 
an aquarium, or even who takes an intelligent 
interest in his dog. The last chapter has some 
thoughtful comments on the aberrant behavior 
of the human animal.” M. B. 

Audubon magazine, Sept.-Oct. 
% col. 

“Superficially ... [the] book is about the 
life and tribulations of a pet owner—and in 
that respect it is fun on every page. But for 
the thoughtful reader it is much more.” 

Science, Oct. 10, 1952, p.402. % col. 

“Only rarely does one encounter a book such 
as this. Konrad Lorenz is one of the world’s 
outstanding naturalists, and here we have 
evidence that he is also an excellent narrator 

. Julian Huxley’s foreword is excellent ... 


1952, p.334. 


Marjorie Kerr Wilson’s translation is smooth 
and unobtrusive. The illustrative sketches, 
which apparently are the author’s, are both 


amusing and enlightening. I recommend the 
book to everyone.” D. M. Hatfield. 

Science progress, Oct. 1952, p.747. % p. 

“A most fascinating and charming account of 

[the author’s] experiences with jackdaws, 
ravens, mallards, geese and other birds, with 
Gogs, water shrews and golden hamsters, with 
sticklebacks and tropical fish The book 
makes delightful and often amusing reading, 
and it is adorned by the author’s lively mar- 
ginal sketches. But it is also of high scientific 
value, by reason of the wealth of observations 
of the most intimate and subtle kind which it 
records. Even those who are familiar with 
Lorenz’s scientific and theoretical papers will 
find here much to interest and intrigue them, 
much illuminating detail which clothes with 
life the concepts which Lorenz has worked out.” 
BE. 8S. Russell. 

McClain, M. Esther. Simplified arith- 
metic for nurses. 151p. 1952. Saunders, 
Philadelphia, $2. 

American journal 
p.1400. % col. 

“In general, this book is similar in pattern 
and sequence to other books on the same sub- 
ject and does not attempt an original approach 
to understanding arithmetic processes . . . Di- 
vided into ‘lessons’ rather than chapters or 
units. This, and the general pattern of each 
lesson gives the impression that the book is 
planned for students on an elementary level; 
and may not be particularly helpful for more 
advanced students, who need to review some 
fundamental arithmetic processes and to gain 
an understanding of the problems which arise 
in nursing.” Elinor Fuerst. 

United States armed forces medical journal, 
Oct. 1952, p.1513. % p 

“This excellent handbook for nurses—stu- 
dents and graduates—contains 18 lessons, each 


of nursing, Nov. 1952. 
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of which has problems and assignments in other 
chapters of the text with answers supplied for 
the benefit of the teacher or the independent 
student. All pertinent arithmetical problems 
. . are covered. The illustrations of equiva- 
lents of apothecaries’ and metric measures to 
household measures are excellent The 
author has stated that ‘the arithmetic needed 
for preparing doses of drugs and _ solutions 
made from drugs is not difficult,’ and it is in- 
deed simplified in this useful text.” G. E., 
Dvorak. 

McGibony, John R. Principles of hos- 
pital administration. 540p. 1952. Putnam, 
New York, $6.80. 

Hospital management, p.80. % 
col. 

“Hospital management has reached that stage 
of growth where it deserves a choice of texts 
dealing with management fundamentals. Dr. 
McGibony has provided the field with an alterna- 
tive text . .. The principles are here in good 
order. They are outlined with clarity. The 
administrator looking for guidance in his daily 
job can turn to the index and find what he 
wants to know with no confusion. And if he 
wants more detail than any single book of this 
kind can provide the book tells the reader 
where that greater detail can be had... Will 
be one of the most useful books in the hospital 
executive’s library.” 

McNair, Malcolm P. Retail inventory 
method and Lifo. 446p. 1952. McGraw, 
New York, $7.50. 

N.A.C.A. bulletin, Oct. 1952, section 2, p.305. 
91 

“Begun as a revision of an old work on the 
retail inventory method, this volume assumed 
independent status in the course of its prepara- 
tion, during which the ‘lifo’ method of inventory 
valuation became acceptable for retail inven- 
tories. The importance of this application was 
taken to justify its incorporation, not only in 
the volume but in its title as well.” 


Master, Arthur M., and others. Normal 
blood pressure and hypertension; new de- 
finitions. 144p. 1952. Lea, Philadelphia, 
$4. 

Journal of the American Medical Association, 
Oct. 25, 1952, p.833. col. 

“The authors of this excellent monograph are 
well qualified to deal with the problem of the 
limits of normal blood pressure ... From a 
technical standpoint the book is good, with 
excellent illustrations and an adequate bibli- 
ography. There is also an interesting, well- 
written section on the history of sphygmoman- 
ometry ... Recommended without reservation.” 


Maximow, Alexander A., & Bloom, Wil- 
liam. Textbook of histology. Ed.6. 616p. 
1952. Saunders, Philadelphia, $10. 


Journal of the American Medical Association, 
Oct. 11, 1952, p.624. 4% col. 

“The sixth edition of this deservedly popular 
textbook on histology has kept pace with the 
accumulative tempo of modern knowledge. It 
has been largely rewritten, exhibiting pro- 
nounced alterations in content and, in places, 
changes in point of view New colored 
plates, photomicrographs in color, and electron 
micrographs are included A most useful 
tool for study and reference and highly 
recommended for frequent use by medical stu- 
dents.” 


Oct. 1952, 
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United States armed forces medical journal, 
Oct. 1952, p.1527. % p. 

“Included ... are the significant advances in 
histology since the publication of the fifth edi- 
tion in 1948. Notable among the improvements 
and additions are the greater number of color 
photomicrographs, illustrations of phase and 
electron microscopy, and the reorganization and 
revision of chapters on connective tissue, blood 
cell formation and destruction, cartilage, and 
endocrine glands This recognized and 
authoritative text is highly recommended to 
medical students, histologists, and pathologists.” 
T. R. Anderson. 


Meriam, J. L. Mechanics. pt.2: Dy- 
namics. 341-671p. 1952. Wiley, New York, 
$4. 


Product engineering, Nov. 1952, p.308. % 

1. 

“‘Dynamies,’ the second part of the treat- 
ment of the theory and application of Mechanics, 
has already been lauded for its careful and 
logical organization plus its outstanding col- 
lection of problems. The seven chapters are 
headed: Principles of Mechanics, Kinematics, 
Principles of Kinetics, Force, Mass and Ac- 
celeration, Work and Energy, Impulse and 
Momentum, and Periodic Motion.” 

Middleton, Robert G. TV troubleshoot- 
ing and repair guide book. v.1. 204p. 1952. 
John F. Rider, New York, $3.90 unbound. 

Radio & television news, Nov. 1952, p.178. 
% col. . 

“A down-to-earth handbook for the practicing 
television technician. All extraneous and most 
of the purely theoretical material has been 
eliminated in the interest of providing the 
maximum amount of usable data . . . Block dia- 
grams, oscillograms, performance graphs, photo- 
graphs, and test patterns have all been used 
along with circuit diagrams and tables to in- 
crease the maximum value of the book to the 
technician. The author’s style is concise but 
entirely lucid and those who can read with 
understanding should have no difficulty in 
grasping the subject matter. Without actually 
using this book on a troubleshooting job it may 
be difficult to appraise its practical value, but 
it seems to incorporate the requisite informa- 
tion in a very usable form.” 

Miller, B. F. See Pinner, Max, & Miller, 
B. F., ed. 

Milne-Thomson, Louis M. Theoretical 
aerodynamics. Ed.2. 414p. 1952. Macmil- 
lan, New York, 40s. net. 

Engineering, Oct. 10, 1952, p.460. % col. 

“A book which has deservedly won recognition 
from the scientific and engineering public, but 
it cannot be accepted as a completely satis- 
factory standard treatise until it contains an 
adequate discussion of the influence of viscosity 
on aerodynamic phenomena. The theme of air- 
craft dynamics is really foreign to the book 
and the chapters devoted to this subject might 
well have been omitted and the space so gained 
given to the theory of viscous effects ... Ex- 
cellently produced and printed, and the price, 
for these days, must be regarded as very moder- 
ate.” 

Journal of the Royal Aeronautical Society, 
Oct. 1952, p.805. 8 1. 

“In the second edition the high standard has 
been maintained; an additional chapter on 
Supersonic Conical Flow has been added and 
minor corrections have been made. The author 














states in his preface that the reader is pre- 
sumed to have no knowledge of mathematics 
beyond elements of calculus. This, however, 
does not restrict the scope, and one of the 
more useful features . . . is that where neces- 
sary, mathematical theory is added to the aero- 
dynamic theory.” 

Nature, Oct. 18, 1952, p.641. % col. 

“The second edition is substantially identical 
with the first, except for the very notable ad- 
dition of a chapter, running to 51 pages, de- 
voted to supersonic ‘conical flows’ . The 
new chapter is a valuable and welcome addition 
. . . Some eccentricities of nomenclature have 
been amended . but the treatment of the 
mechanics of flight and of stability remains as 
before and is too short to be adequate ... The 
price . . . has not been raised. The author 
and publisher are to be congratulated on pro- 
ducing a book which, from all points of view, 
is good value for money.” W. J. Duncan. 


Moldenke, Harold N., & Moldenke, A. L. 
Plants of the Bible. 8328p. 1952. Chronica 
Botanica, Waltham, Mass., $7.50. 


Economic botany, Oct.-Dec. 1952, p.408. 1 
col. 

“According to this latest work on the sub- 
ject, some 230 kinds of plants mentioned in the 
Bible and Apocrypha have been definitely 
identified. About two-thirds of the book is 
devoted to an alphabetical listing of these 
plants according to their scientific names as 
recognized today, and under each of them are 
given all pertinent Biblical quotations and ex- 
tensive text comparing previous interpretations 
of the names and giving interesting data on 
the plants themselves ... A brief but excellent 
historical sketch precedes the major portion of 
the book, and the latter is followed by parts on 
unidentified plants, by a bibliography of more 
than 600 citations, by 28 pages of small type 
supplementary notes, by an index to Bible 
verses and by a very detailed general index. 
More than 100 illustrations, reproduced from 
old wood cuts, modern line drawings and photo- 
graphs, contribute greatly to make this scholar- 
ly work a truly great contribution to an age 
old problem in the field of ethnobotany.” 

Frontiers, Dec. 1952, p.58. % col. 

“A resumé [sic] of present day knowledge of 
Biblical botany. There are listed 231 different 
plants to which the authors feel fairly certain 
that reference is made in the Bible. Most of 
the references to these plants in the various 
versions of the Bible are quoted ... The work 
represents a labor of twelve years and is based 
on botanical, bibliographic, linguistic and Bible 
studies, but not on any field work in Bible 
lands by the authors Remarkably well 
documented, with a bibliography of more than 
600 titles which are freely quoted throughout 
the 328 pages.” Walter M. Benner. 

Scientific monthly, Nov. 1952, p.319. % col. 

“Unhappily, many botanists, of varying de- 
grees of pietistic fervor and technical equip- 
ment, have striven to untangle the maze of 
Biblical references to plants. The task is 
scientifically impossible, and the present at- 
tempt is full of ‘probably,’ ‘may be,’ ‘considera 
able doubt,’ and a dozen other expressions of 
bewilderment . . . Botanists must wonder why 
these authors chose to tread in fields so barren 
of certainty. They may also wonder why the 
best botanical publishing house in the country 
should have issued such an expensive book on 
a subject of no real interest to science 
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The book 
Taylor. 

Moller, Christian. Theory of relativity. 
3886p. 1952. Oxford Univ. Press, London, 
35s. (International series of monographs 
on physics.) 


Philosophical magazine, 
1 


is wonderfully indexed.” Norman 


Oct. 1952, p.1114. 

“Contains a very thorough and detailed ac- 
count of the well established part of the classi- 
cal theory of relativity; quantum theory is not 
mentioned, and cosmological problems are dealt 
with only briefly ... As well as the usual ap- 
plications to dynamics and_ electromagnetic 
theory the book also discusses the effect of 
relativity on elastic theory, hydromechanics, and 
thermodynamics. The detailed treatment will 
add to the value of the book to many readers, 
since it contains material that is difficult to 
find elsewhere; it makes it less suitable to the 
student who is only interested in general prin- 
ciples, since these are necessarily somewhat 
obscured.” A. F. 


Munton, Reet. Marine refrigeration. 
91p. 1952. Modern Refrigeration, London, 
7s. 6d. unbound. (Institute of Refrigera- 
tion technical monograph series.) 

Marine engineer and naval architect, 
1952, p.456. \% col. 

“One of a short series of technical mono- 
graphs on different aspects of refrigeration 
which our contemporary has published on be- 
half of the Institute of Refrigeration ... Well 
illustrated with line diagrams and tables ... 
The book is a general one, with a distinct bias 
towards the practical side; insulation is also 
covered. There is enough technical coverage 


Oct. 


for the average marine engineer and altogether 
the little work is one which any engineer 
studying for his certificates would find of 
great use. In view of the fact that most read- 


ers will be of this type, 
is regrettable.” 


Murray, Humphrey D., & Spencer, D. 
A. Colour in theory and practice. Re- 
vised and enlarged edition. 360p. 1952. 
Chapman & H., London, 70s. net. 

Journal of the Textile Institute, Sept. 1952, 
p.P769. % p 

“A complete revision of the earlier work has 
been undertaken by a number of authorities in 
various branches of colour science under the 
editorship of Mr. Murray, resulting in a sub- 
stantially new book. The general scope of the 
treatment and the layout of the book, however, 
follow the lines of the earlier edition . . . On 
the whole, the exposition is remarkably clear 
and straightforward and thoroughly readable, 
while the amount of mathematics is kept to the 
irreducible minimum. The many excellent dia- 
grams and illustrations assist greatly in clarify- 
ing the explanations The appeal of the 
book . . . will be mainly to the student or re- 
search worker making his first acquaintance 
with colour science, and for such readers the 
present volume provides a most comprehensive 
and stimulating introductory survey.” T. Vick- 
erstaff. 

Light and lighting, Oct. 1952, p.361. % col. 

“In addition to the many line diagrams and 
half-tones in monochrome, there are a number 
of colour plates and in fact it would not be 
exaggerating to describe the book as ‘sumptu- 
ous.’ It can be strongly recommended to every- 


the absence of an index 
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one who is interested in the subject of colour, 
no matter what his particular line of approach 
may be.” 


Mysels, Karol J., & Copeland, C. S. 
Introduction to the science of chemistry. 
521p. 1952. Ginn, Boston, $4.75. (Labora- 


tory manual. 100p. $1.75.) 

American scientist, Oct. 1952, p.706, 708. 1% 
col. 

“Deserves consideration by teachers who are 
not entirely satisfied with the more conven- 
tional texts. The style of writing is forceful 
and clear and the book is well illustrated with 
an unusually large number of graphical pres- 
entations. The authors are to be congratulated 
on their initiative in introducing a different type 
of textbook for use in first-year chemistry.” 
H. ©. Harrison. 


Neuner, John J. W. Cost accounting, 
principles and practice. Ed.4. 828p. 1952. 
Irwin, Homewood, IIl., $8. (Irwin series 
in accounting.) 

Accountants digest, Sept. 1952, p.60. % col. 

“In the fourth edition of this popular text, 
the author endeavors to keep it ‘up to date in 
organization, modern in content and subject 
matter, and progressive in its teaching methods’ 
while retaining the basic pattern of the original 
edition . . . There are numerous changes in the 
new edition . . . Well organized, well written, 
and is up to date ... An excellent text.” 


Nickson, James J., ed. Symposium on 
radiobiology; the basic aspects of radia- 
tion effects on living systems, Oberlin 
College, June 14-18, 1950. 465p. 1952. 
Wiley, New York, $7.50. 

Chemical and engineering news, 
1952, p.4881. % col. 

“With a few exceptions each of the 23 chap- 
ters was written by one or more acknowledged 
experts in the field As the reader first 
inspects the book he gains a rather unfavorable 
impression from the superficial and hasty treat- 
ment of physical and radiation-chemical pro- 
cesses found in the opening chapters. He is 
reassured, however, upon reading the two ex- 
cellent discussions by Robert L. Platzman which 
alone are worth the price of the volume. An 
increasingly scholarly tone appears as_ the 
biological presentations begin . .. For the mo- 
ment this book will provide a good introduction 
to the literature for the newcomer. Strangely 
enough there is no index.” C. W. Sheppard. 

Journal of the American Pharmaceutical As- 
sociation, scientific edition, Oct. 1952, p.571. % 
col. 

“Reports 


Nov. 17, 


the 23 papers presented to the 
Symposium, covering four separate phases of 
radiobiology. These four separate phases in- 
clude (1) a survey of the physical interaction 
of ionizing radiation and matter; (2) an ex- 
planation of the chemical changes arising from 
the transfer of physical energy; (3) an ex- 
amination of the biochemical effects; and (4) a 
discussion of the changes occurring in living 
tissue. The authors have attempted to give 
full development to each subject from its basic 
aspects to the most complex phases.” 

Journal of the Franklin Institute, Oct. 1952, 
p.336. % p. 

“Contains the papers and discussions pre- 
sented at the Oberlin Symposium on Radio- 
biology in June, 1950. Authored by 26 leading 
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men in the field, including three foreign scien- 
tists, the book is concerned with the basic 
aspects of radiation effects on living cells ... 
This collection of essays should prove valuable 
in stimulating an interest in the exact nature 
of radiobiological phenomena and in presenting 
a well rounded picture of radiobiology in a 
highly readable form.” Leonard Muldawer. 

United States armed forces medical journal, 
Oct. 1952, p.1554. 3% p. 

“The 26 participants:in this symposium were 
from various countries and represented numer- 
ous disciplines. All approached this frightfully 
complex biologic field with the general concept 
of constructing working models of the effects 
of radiation on relatively simple systems, there- 
by hoping to pave the way for fruitful research 
by the biologists . . . The most serious fault of 
this book is that it is published 2 years after 
the symposium and fails to take into account 
much progress that has been made in the inter- 
vening period.” 2. P. Cronkite. 


O’Brien, H. L. Petroleum tankage and 
transmission. 176p. Graver Tank & Manu- 


facturing Co., Inc., E. Chicago, Ind., $5. 

Oil and gas journal, Nov. 24, 1952, p.127. %& 
col. 

“An analytical presentation of previously 
published material, other data known and in 
use but never before published, and a great deal 
of new information collected over a period of 
many years... Subject matter is organized into 
four chapters: The Storage of Petroleum and 
Its Derivatives; Conservation Equipment; A 
Guide to the Economic Selection of Tankage, 
and Fluid Flow in Practice.” 

Petroleum refiner, Oct. 1952, p.223. % col. 

“A composite of all current information re- 
lating to the title, this . . book represents 
Graver’s experience in the world of petroleum 
and the experiences of the many oil companies 
Graver has served Includes previously 
published material, other data known and in 
use but never before published and a great deal 
of new information collected by Graver petro- 
leum authorities over a period of years... 
The essential thesis of the book is the problem 
of conservation, which is offered with the sup- 
port of numerous full-page graphs, charts, 
numerical examples and photographs.” 


Overend, W. G. Use of tracer elements 
in biology. 57p. 1951. Heinemann, Lon- 
don, 8s. 6d. (Scholarship series in biol- 
ogy.) 

Science progress, Oct. 1952, p.759. % p. 

“It is most difficult to present in a small 
monograph, in a clear and concise manner, the 
intricacies of isotopic tracer techniques to stu- 
dents who have no adequate knowledge of 
physics and biology, and in the main the author 
has failed in his task . . . This monograph can- 
not be recommended.” G. Popjdak. 


Paton, William A., & Paton, W. A., jr. 
Asset accounting. 549p. 1952. Macmillan, 


New York, $5. 

Accountants digest, Sept. 1952, p.58. % col. 

“An intermediate text which is designed to 
follow Paton’s Essentials of Accounting ...A 
careful study of the problems and procedures 
related to the assets of the business concern 
; Contains twenty-three chapters of text 
material, and appendix of tables, and an index. 
A separate volume of problems and cases has 
been prepared to accompany it.” 
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Pinner, Max, & Miller, B. F., ed. When 
doctors are patients. 364p. 1952. Norton, 
New York, $3.95. 

Public health nursing, Nov. 1952, p.652. 1% 


col. 

“Dr. Pinner conceived this book for 
physicians and those in allied professions in 
the hope that it might be instrumental in em- 
phasizing the importance of subjective experi- 
ence in disease and in developing a broader field 
of therapeutic activity . . . Consists of essays 
by a number of physicians who represent many 
branches of medicine. The illnesses they ex- 
perienced and write about include heart dis- 
ease, cancer, poliomyelitis, tuberculosis, epi- 
lepsy, drug addition, alcoholism, neurosis, deaf- 
ness, blindness, arthritis, et cetera . .. This 
one book alone may not accomplish the broaden- 
ing of therapeutic activity that the editors 
envisioned but it should prove thought-provok- 
ing for those caring for patients.” Louise 
Denison. 


Pippard, Alfred J. S. Studies in elastic 
structures. 3861p. 1952. E. Arnold, Lon- 
don, 60s. net. 

Surveyor, Oct. 11, 1952, p.654. % col. 

“A collection of studies, made by the author 
and his colleagues over a considerable period, 
of a variety of structural forms of growing 
practical importance in advanced engineering 

. . The present work is said to overlap an 
earlier book by the same author and a col- 
league to some extent (The Analysis of En- 
gineering Structures, by Pippard and Baker). 
It is however claimed that much of the ma- 
terial is new, and no doubt the opportunity 
has been taken to bring all up to date... 
Admirably illustrated and printed, and con- 
tains, besides a complete index, a full bibliogra- 
phy of the author’s own and other publications 
on this subject.” 


Platt, Rutherford. American trees; a 
book of discovery. 256p. 1952. Dodd, New 
York, $3.50. 

Journal of forestry, Oct. 1952, p.763. 1 col. 

“American Trees is well-labeled a ‘Book of 
Discovery’ for it is written for the average 
person (preferably the tourist) who knows little 
about trees and who would like to rise above 
the status of the familiar type to whom the 
entire sylvan world is summed up in the classi- 
fications ‘oaks’ and ‘non-oaks.’ Written in 
Pratt’s familiar easy and graceful style . 
For the reader who knows little or nothing 
about botany, and is interested not in the 
technical phases of trees but in being able to 
identify them when he sees them, this is an 
ideal little volume.” Anthony Netboy. 

Natural history, Oct. 1952, p.382. % col. 

“This book on trees and shrubs is sure to 
prove very useful both to amateur tree lovers 
and more sophisticated ones . . . The excellent 
drawings by Margaret L. Cosgrove deserves 
[sic] special mention. The color plates are 
good, but I found the black-and-white pictures 
better. There is a good index, which includes 
both scientific and common names of trees and 
shrubs and also American geographical names.” 
G. H. H. Tate. 


Pomerleau, René. Mushrooms of east- 
ern Canada and the United States. 3038p. 
Les Editions Chantecler, Montreal, $9. 


Natural history, Oct. 1952, p.382. 1 col. 
“[An] authentic and very usable book on the 
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more conspicuous forms of mushrooms ‘ 
Intended for the amateur and includes exam- 
ples of the more conspicuous groups of fungi, 
such as the gilled, pored, globular, woody, and 
coral forms . . . Available in both French and 
English. Dr. Pomerleau may say that the book 
is for the amateur, but we feel sure that the 
advanced student will also wish to add it to 
his library.” Farida A. Wiley. 


Reimann, Arnold L. Vacuum technique. 
449p. 1952. Chapman & H., London, 50s. 
net. 

Electrical journal, 
col. 

“Intended primarily for physicists and labora- 
tory workers interested in physical principles 
and the object, in which it is most successful, 
is to give an up-to-date account of the produc- 
tion and measurement of high vacua ae 
most useful and comprehensive work. A short 
bibliography is appended at the end of each 
chapter and a 17-page index facilitates quick 
location of any particular interest. The pres- 
entation and lay-out of the book must also 
receive general commendation.” 

p.842. % 


Electrical times, Nov. 6, 
“Deals primarily with the problem of pro- 


Oct. 31, 1952, p.1338. % 


1952, 
col. 


ducing high vacua, and the physical and 
chemical processes involved. It is to the 
laboratory staff that most of his work is di- 


rected, although the heavier industrial side of 
vacuum pumping is not neglected . . . Although 
at first sight such a book might appear to be 
dull, it is in fact a fascinating work, mainly 
because of the individual craftsmanship and 
ingenuity which has been and is still being dis- 
played in this field. For that reason alone it 
is worthy of a much wider readership than 
those comparatively few workers with high 
vacuum, to whom it will prove a valuable as- 
set.” 


Rhodes, J. E. Wynfield. Concise phy- 
sical chemistry; for intermediate students. 
196p. 1952. English Universities Press, 
London, 12s. 6d. net. 

Chemical age, Oct. 11, 1952, p.507. 1 col. 

“An elementary book written for first year 
medical and science students and the like. It 
is, very strictly, an introduction to the subject 
of Physical Chemistry Deals adequately 
with all the important topics that first year 
students should know about, it is very well 
produced, has a good glossary of physico-chem- 
ical and physical terms, and both a name and 
subject index. The diagrams are elegant and 
instructive and there are no serious misprints. 
The price demanded is a modest request for 
what is offered in return.” H. Mackle. 

Chemistry ¢& industry, Oct. 18, 1952, p.1020. 


9 1. 

“Written ... for students up to Intermediate 
Examination in Pharmacy, Science, and in the 
First Medical Examination of London Uni- 
versity, and the National Certificate in Chem- 
istry of the Ministry of Education ... A well- 
produced, well-balanced text-book which should 
have a long life.” 


Ricci, John E. Hydrogen ion concen- 
tration; new concepts in a systematic 
treatment. 460p. 1952. Princeton Univ. 
Press, Princeton, N. J., $10. 


Analytical chemistry, Oct. 1952, p.1681. % 
col. 








“The interest of the book should extend to 
all fields dominated by the omnipresence of 
aqueous electrolyte solutions, as in biology. In 
advanced teaching, this book should prove in- 
valuable as an exercise in scientific discipline. 
In spite of the mathematical character of the 
book, its reading is not dull. At lame or in- 
adequately grounded concepts and arguments, 
and at current misconceptions, the author 
strikes hard and fast and hits above the belt. 
In a book of this kind, the quality of the 
typography takes on a great importance. It is 
excellent.”” Nathaniel Thon, 

Rissik, Hendrik. Calculation of un- 
symmetrical short-circuits. Ed.2, revised 
by W. F. Lovering. 55p. 1952. Pitman, 
London, 12s. 6d. 

Post Office Electrical Engineers’ journal, Oct. 
1952, p.140. % col. 

“An introduction to the method of sym- 
metrical components for the solution of fault 
eurrent problems in A.C. power networks .. . 
Should be of value to those whose knowledge of 
vector algebra is insufficient to follow the more 
extensive treatises on this subject, but who 
nevertheless wish to know something of — 
methods of network calculations.” A. E£. 


Roughley, T. C. Fish and Seiten: of 
Australia. Revised and enlarged edition. 
3844p. 1951. Angus & R., Sydney, 50s. 

Nature, Oct. 11, 1952, p.593. % col. 

“The author has gallantly attempted to pre- 
sent an Australian rather than a State picture. 
The attendant benefits of using so broad a 
canvas more than outweighs the disadvantages 
—which are many—and the book should have 
a ready sale in Australia, despite its high price. 
It should, however, be supplemented as soon 
as possible by companion volumes dealing in 
much greater detail with regional fish faunas 
and their fisheries.” G. A. Steven. 

Seely, Fred B., & Ensign, N. E. Analyt- 
ical mechanics for engineers. Ed.4. 4438p. 
1952. Wiley, New York, $5.50. 

Commonwealth engineer, Aug. 1, 1952, p.29. 
% col. 

“Principal changes . . . consist of: transfer 
of the discussion of first moments and centroids 
of geometric figures to the Appendix; use of a 
general coplanar force system, rather than the 
simplest type of force system, to explain the 
graphical and algebraic methods of determining 
the resultant of a force system; greater em- 
phasis on distributed forces in determining 
resultants of force systems, thereby introduc- 
ing calculus earlier in the book; elimination 
of the chapters on governors and the gyro- 
scope, and transfer of some of the discussion 
of the gyroscope to the chapter on impulse and 
momentum. Many minor changes have been 
made in the treatment of various topics through- 
out the book and many new problems and 
figures added.” 

Shepard, William P., and others. Essen- 
tials of public health. Ed.2. 581p. 1952. 
Lippincott, Philadelphia, $6.50. 

American journal of nursing, Nov. 1952, 
p.1400, 1402. % col. 

“This book, addressed to the medical stu- 
dent and the practicing physician, aims to in- 
form the doctor about public health practices 
and problems and to gain his support and co- 
operation. It points out his responsibilities in 
public health matters as well as the help he 
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can expect in his practice from public health 
and related agencies Amazingly compre- 
hensive in its scope . . . Well-organized, docu- 
mented, tabulated, indexed (with a few minor 
errors) for easy reference ... In this second 
edition, appearing within four years after the 
first, the authors have taken suggestions for its 
improvement seriously. They have succeeded 
in building a much-needed and serviceable bridge 
between private medical practice and _ public 
health.”” Theodora Sharrocks. 

Industrial medicine and surgery, Nov. 1952, 
p.553. 1% col. 

“This book ... stands midway between sound 
writing for the public reader and the atrocious 
technical book for the professional public health 
participant.” 

Journal of the American Medical Association, 
Oct. 11, 1952, p.626. % col. 

“An elementary text for the training of 
medical students and for improving the under- 
standing of public health by physicians in 
private practice . . . Should be in the library 
of all physicians and particularly those in the 
smaller communities in which the physician in 
practice is close to his colleagues in the health 
department.” 

Journal of the Royal Sanitary Institute, Nov. 
1952, p.763. % p. 

“Essentially a readable book, both easy to 
find the way about and written in an attractive 
style which holds attention and maintains in- 
terest . . . Well presented, the general ar- 
rangement is good, there is a wide range of 
up-to-date information which the student can- 
not fail to find fully adequate for all his re- 
quirements; while for those who want still 
more detailed knowledge in any particular sub- 
ject there are appropriate references readily 
available in each section . .. Should not merely 
maintain but increase its popularity as a 
standard work for students.” 


Shugerman, A. L. Accounting for law- 
yers. 592p. 1952. Bobbs, Indianapolis, $15. 

Accountants digest, Sept. 1952, p.57. % col. 

“Written ... for lawyers with their account- 
ing needs in mind . (The author] has 
combed the various field [sic] of accounting 
for accounting concepts that are germane to 
the practice of law. He explains these con- 
cepts in a simple, easily understood manner 

. Divided into three parts. Part I consists 
of twelve chapters covering the most funda- 
mental accounting principles and procedures. 
In ten chapters Part II explains financial state- 
ments. Part III discusses business associations 
and legal relationships. An excellent index 
completes the volume.” 

Sisley, Jean Paul. Encyclopedia of sur- 
face-active agents; translated from the 
French and revised by P. J. Wood. 540p. 
1952. Chemical Pub. Co., Inc., 212 Fifth 
Ave., New York, $15. 

Modern textiles magazine, Nov. 1952, p.40. 4% 
col. 

“The authors of this valuable book have 
prepared an inventory of all the sulfonated oils 
and modern detergents manufactured in in- 
dustrial countries . . . They have assembled 


and classified more than 2500 products offered 
on the world market by nearly 150 firms under 
various commercial names. The first part of 
the book discusses the various applications of 
sulfonated oils and modern detergents, their 
properties and methods of manufacture, includ- 
ing a classification of these products, listing 
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the principal uses for each class. In _ the 
second part, the different products are listed in 
alphabetical order, according to their commer- 
cial names. Their various characteristics are 
listed in tabular form.” 

Paint and varnish production, Nov. 1952, 
p.88. % col. 

“Part I deals with the general aspects of 
surface-active agents, their properties, applica- 
tions, and methods of manufacture ... Also 
gives a system of classification by which every 
variety of the modern surface-active agents can 
be identified by simple symbols . Part II 
is an alphabetical listing of brand-name surface- 
active agents manufactured all over the world. 
For most of the items the following information 
is listed; brand name; manufacturer; identical 
or similar products; chemical composition; 
class; appearance; properties; reaction; refer- 
ences; patents; applications; quantities used in 
different applications.” 


Small, Richard Loring. Salesmanship. 
554p. 1952. Macmillan, New York, $5.75. 

Advertising agency and advertising € selling, 
Oct. 1952, p.182. %& col. 

“The author, who has had long experience as 
general sales manager for the Continental Bak- 
ing Company, draws on his own as well as the 
experience of scores of other companies to 
illustrate how to develop a good sales person- 
ality and successful sales techniques.” 


Smith, H. P. Structural steelwork for 
buildings. Ed.8, revised. 121p. 1952. Lock- 
wood, London, 7s. 6d. net. 

Mechanical world, Oct. 1952, p.188. % col. 

“The majority of the steelwork elements 
that occur in buildings are of the simpler sort 
and are customarily treated by  well-tried 
formulae and practical methods. It is these 
that compose this book, and in this way it 
covers floor and wall beams, beams with com- 
bined loading, cantilevers, beam details and 
brackets, compound guides, easy plate guiders 
and their details, columns and their details, 
and the simple trusses and frames.” 

Surveyor, Oct. 11, 1952, p.654. % col. 

“Will be found specially helpful by students 
in the building trades, and by all who wish to 
improve their positions in the industry ... 
In 18 short chapters, all well illustrated with 
clearly drawn diagrams, the subjects covered 
comprise beams, cantilevers, crane and runway 
members, compound girders and methods of 
rivet spacing, columns, trusses and frames, and 
welded structures. An appendix, giving the 
properties of sections, concludes the book. 
Besides being good for its primary purpose, 
this book will serve well as a short refresher 
course for those who wish to brush up their 
knowledge of structural steelwork.” 


Sorsby, Arnold. Genetics in ophthal- 
mology. 25lp. 1951. Butterworths Scien- 
tific Publications, Ltd., Bell Yard, Temple 
Bar, London, W.C.2, 42s. 

Eugenics review, Oct. 1952, p.165. 1% col. 

“Should be of great value to ophthalmologists 
and will also be welcomed by students of human 
heredity as a concise, authoritative and reliable 


handbook .. . Very well produced and copiously ~ 


illustrated with many beautiful plates.” J. A. 
Fraser Roberts. 


Storck, John, & Teague, W. D. Flour 
for man’s bread; a history of milling. 


882p. 1952. Univ. of Minnesota Press, 
Minneapolis, $7.50. 

Cereal chemistry, Nov. 1952, p.482. % p. 

“The authors must have spent many busy 
hours in collecting all the factual material, and 
arranging it in such orderly and rational se- 
quence for the convenience of the reader. They 
have been unusually skillful in their  pres- 
entation of what might easily become a prosaic 
recital of engineering detail. The style of 
writing is attractive—in certain passages well- 
nigh poetic. Yet the essential factual material 
is in the text, in an attractive, readable setting. 
Moreover, the authors have appended not only 
citations to other sources of published material, 
which is a tribute to their erudition, but a 
vocabulary of milling terms which facilitates 
reading the technical portions.” C. H. Bailey. 

Food engineering, Nov. 1952, p.196. % col. 

“Beginning with the history of flour milling 
from before the dawn of recorded time, the 
authors herein trace its development to its 
present highly advanced state.~ In the process, 
the reader is treated to the unfolding of an 
interesting and informative tale . . . The vol- 
ume abounds in interesting illustrations and 
diagrams.” 

Scientific monthly, Oct. 1952, p.253. % col. 

“Illustrated by hundreds of graphic draw- 
ings; has a complete index and vocabulary; is 
enlarged by an extensive, but not complete, 
bibliography. The project was planned first 
as a ‘museum of milling history;’ when it was 
abandoned, its wealth of material became this 
tremendous book .. . It is an overly large 
book and (perhaps necessarily) somewhat re- 
dundant. Yet, if you can bear its weight in 
your hands, you will find in it philosophy, an- 
thropology, geology, sociology, and the related 
sciences, as well as a detailed account of mill- 
ing methods.” Marjorie B. Snyder. 


Strong, Ralph K. See Kingzett, Charles 
¥. 


Sykes, John H. M. Energy retrospect. 
46p. 1952. Garraway, Ltd., lla Kensing- 
ton Church St., London, W.8, 6s. 6d. 

Electrical review, Oct. 3, 1952, p.724. % 
col. 

“In a foreword to this little book, Sir Arnold 
B. Gridley . . . draws attention to the possibly 
serious consequences of efforts now being made 
to discourage the use of electricity for cooking 
and space and water heating and to encourage 
private industrial generation. The specious ar- 
guments advanced for such retrograde pro- 
posals are capably met by the author in a 
readable, popular review of to-day’s energy 
problems as seen about 50 years hence by two 
graduates preparing doctorate theses.” C. 0. B 

Steam engineer, Oct. 1952, p.40. % col. 

“The author has imagined two students in 
1999 presenting a rough outline of their ideas 
of the economic problems of energy in 1950, 
which each is embodying in a paper .. . Writ- 
ten with an electrical bias and in consequence 
his arguments for other forms of heating are 
naturally weak . This book makes quite 
entertaining reading but it is hardly thought 
that it is intended to be taken seriously. Its 
primary object is to present the case for elec- 
tricity, and thus a number of the arguments 
appear to be based on wishful thinking rather 
than on a true economic assessment.” 


Taylor, James. Detonation in con- 
densed explosives. 196p. 1952. Oxford 








Univ. Press, London, 25s. net. (Mono- 
graphs on the physics and chemistry of 
materials series.) 

Philosophical magazine, Oct. 1952, p.1113. 


p. 

“Very considerable developments of the theory 
of detonation of solids with special reference to 
military explosives were made in this country 
and the U.S.A. during the war. In this book 
is given a concise and yet comprehensive ac- 
count of the hydrodynamic theory of detonation 
including these recent developments . . . Those 
interested in the design of explosives for in- 
dustrial or military use cannot afford to be 
without this book. It has also considerable 
value for those interested in shock waves or in 
the kinetics of chemical reactions.” W. E. G. 


Thomson, Louis M. Milne-. See Milne- 
Thomson, Louis M. 


Toft, Louis, & McKay, A. D. D. Prac- 
tical mathematics. Ed.3. v.2. 5386p. 1952. 
Pitman, London, 30s. net. 

Mechanical world, Oct. 1952, p.188. % col. 

“Continues with determinants and goes on to 
double and triple integrals, periodic functions, 
the complex variable, vectors, ordinary and 
partial differential equations, analytical solid 
geometry, spherical trigonometry, and _  con- 
cludes with a chapter on nomograms ... The 
two volumes cover a university course of recog- 
nised standard and are therefore ideal for 
study, but by the same token they constitute a 
mine of purposive information which can well 
serve the practising engineer for refreshment 
and reference.” 


Turing, H. D. River pollution; being 
the Buckland lectures for 1950. 98p. 1952. 
E. Arnold, London, 7s. 6d. net. 

Chemistry ¢€ industry, Oct. 18, 1952, p.1011. 
% col. 

“The passionate advocacy for clean rivers 
and all that goes with them, displayed by the 
late Mr. H. D. Turing in this book, will secure 
the attention, if not agreement, of both indus- 
trialists and anglers. The three Buckland lec- 
tures for 1950 dealing respectively with estuary 
pollution, the pollution of inland waters, and 
the laws relating to the problem, have been 
prepared for publication by Miss Penelope 
Turing, the author’s daughter, and although 
her reluctance to vary the text is very under- 
standable, a little co-operation with scientific 
friends would have avoided some obvious misun- 
derstandings.” W. Preston. 


Umbreit, W. W. Metabolic maps. 439p. 
1952. Burgess, Minneapolis, $6. 

Chemical and engineering news, Nov. 10, 
1952, p.4776. % col. 

“A novel and interesting type of book . 
An informal collection of metabolic reaction 
sequences and cycles each introduced by a brief 
paragraph and followed by a number of refer- 
ences to review papers or to good source papers 
and wherever possible a generous number of 
references to the 1950-51 literature. These 
references include titles and in most cases are 
supplied with succinct and illuminating com- 
ments .. . Will appeal to the advanced stu- 
dent and active research worker in biochemistry 
who has often had the urge to prepare such a 
notebook for his own convenience . .. Typo- 
graphical errors are not uncommon and a few 
formula errors appear.” Arthur Kornberg. 
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Vail, James G. Soluble silicates. 2v. 
v.1. 8357p. 1952. Reinhold, New York, $9. 

Journal of metals, Oct. 1952, p.1014. % col. 

“Written to replace the out-of-print Soluble 
Silicates in Industry, regarded as the bible of 
the silicate chemist. Vol. I is devoted to theo- 
retical aspects, detailing past and _ present 
manufacturing processes, properties of homo- 
geneous and heterogeneous systems of glasses, 
the formation of metallic silicates and other 
fundamental material.” 

Soil science, Nov. 1952, p.407. 11 1. 

“Following an introductory historical chap- 
ter, the author discusses present practices in 
silicate manufacture and homogeneous, hetero- 
geneous, and complex systems. Soil chemists 
will find the entire volume of much interest. 
For those concerned with soils in relation to 
plant nutrition, there is an excellent review of 
the literature on silicon as a possible plant 
nutrient and nutrient replacement. Some con- 
sideration is given to silicates as soil-aggregat- 
ing agents. References are given to the work 
of more than 1,000 research specialists in 
silicate chemistry and practice. Every soils 
department will want a copy of this volume for 
ready reference.” 


Van de Kamp, Peter. Basic astronomy. 
400p. 1952. Random House, New York, 


$3.75. 

American scientist, Oct. 1952, p.693. 1 col. 

“Divided into four parts, this very readable 
volume, that is most adequately illustrated, will 
illumine for even a novice, the subject of 
astronomy that ‘is concerned with the organiza- 
tion of the vast physical universe, and the 
place of the Earth within this universe’... 
This work provides ‘the fundamentals with 
which an ever-widening exploration of the cos- 
mos can be carried forward.’ It does so with 
clarity, indeed with simplicity, when one con- 
siders ‘our mysterious universe’.” 

Scientific monthly, Nov. 1952, p.811. % col. 

“This reasonably priced book is well written 
and reads easily. Especially is the material 
in the chapters dealing with the observational] 
aspects of our galaxy and of extragalactic 
nebulae excellently represented ... A minor 
eritism [sic] is that it is not quite clear for 
whom the book is intended . . . Consists of four 
parts entitled, respectively, A Survey of the 
Solar System, The Mechanics of Stars and 
Planets, The Physical-Chemical Properties of 
Sun and Stars, and The Milky Way System and 
Beyond.” 

Sky and telescope, Nov. 1952, p.16. 1 col. 

“Essentially nonmathematical, and should be 
of special interest to the amateur who wishes 
to familiarize himself primarily with the me- 
chanics of the motions of the planets and the 
stars . . . Although not a textbook, the book 
can be recommended as supplementary reading 
in an introductory course in astronomy.” K. Aa. 
Strand, 


Von Bertalanffy, Ludwig. See Bertal- 
anffy, Ludwig von. 


Waldram, John M._ Street lighting. 


4831p. 1952. E. Arnold, London, 65s. net. 

Electrical review, Oct. 17, 1952, p.844. % 
col. 

“The subject is a complicated one and a 
reputation, as well as an opportunity, could 
easily be lost by an inferior book, but Mr. 
Waldram has tackled his task in a most work- 
manlike fashion and his reputation as an expert 
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in street lighting, already no mean one, will 
now be higher than ever. He has combined 
theory and practice in a way which will be 
extremely valuable not only to every public 
lighting engineer but, perhaps more important 
still, to every engineer responsible for the pub- 
lic lighting in a local authority area... Can 
be recommended whole-heartedly and without 
reserve.” J. W. T. W. 

Electrician, Oct. 3, 1952, p.1000. % col. 

“Contains an admirable epitome of a life- 
long experience in the subject indicated by its 
title, for Mr. Waldram is well known to public 
lighting engineers, both in this country and 
abroad, as one who has over many years con- 
tributed more than any other single individual 
worker to the improvement of street lighting 
practice . . . The many illustrations are well 
chosen, there is a good index and the production 
is admirable; altogether, a book in the first 
rank of technical publications.” J. W. T. W. 

Weyl, Hermann. Symmetry. 168p. 1952. 
Princeton Univ. Press, Princeton, N. J., 


$3.75. 

Science, Oct. 17, 1952, p.435. 1 col. 

“This short book on a vast subject is the 
work of a master. With a few sure and 
authoritative words he gives up the heart of 
the matter. There is no book or article quite 
like this one on the subject of symmetry, and 
I doubt if any book will be written in the 
future that will not in some way lean upon 
this one.” John Tyler Bonner. 

Wilkinson, Karl. Rewinding and repair 
of electric motors. 208p. 1952. E. & F. N. 


Spon, London, 20s. net. 
Electrical review, Oct. 31, 1952, p.966. % 


1. 

“The author has mainly confined his attention 
to the practical aspects of such repair work as 
may be required in copy rewinding and does 
not deal with motor design or the calculation 
of turns. The book is well illustrated and 
clearly written so that it can be understood by 
those without advanced technical knowledge 
. . . Should be useful to all persons concerned 
with windings and electrical repair work.” 
J. L. W. 

Electrical times, Oct. 30, 1952, p.794. % 
col. 

“(The author] has concentrated, in his own 
words, in producing a workshop handbook for 
the small shop. In a field where the scarcity of 
information is notorious, this venture should 
be welcomed by a wide range of readers. It 
has the inestimable advantage of beginning at 
the beginning and going right the way through 
to the end: in other words, from inspection and 
the recording of data when the job is received 
to testing and the final varnishing and assem- 
bly.” 

Electrician, Oct. 3, 1952, p.1000. % col. 

“Essentially a practical work and does not 
profess to explain how to calculate the wind- 
ings for motors. Its purpose is to cover the 
actual work involved in the average electrical 
rewinding workshop which undertakes repairs 
to all sorts of a.c. and d.c. motors and trans- 
formers up to about 50 H.p... This book... 
should ... be in the hands of every winder, 
and will also be useful to electrical engineers, 
technicians, motor designers and draughtsmen 
in general.” J. W. 

Williamson, James. Surveying and field 
work. Ed.8, revised and enlarged. 551p. 


1952. Constable, London, 40s. net. 


Surveyor, Sept. 27, 1952, p.617. % col. 

“Constitutes a complete course of instruction 
in the elements of the subject; and as it is 
clearly and concisely written, well illustrated 
and equally well printed, the book is very suit- 
able for students working alone. The arrange- 
ment and moderate length of the 20 chapters 
also makes this an admirable book for the lec- 
ture room.” 


Winstanley, James W. Textbook on 
sound. 239p. 1952. Longmans, New York, 
$2.60. 

Wireless engineer, Oct. 1952, p.283. %4 col. 

“Written primarily for the use of students 
preparing for the General Certificate of Edu- 
eation at Advanced or Scholarship level, this 
book provides an excellent summary of the 
classical acoustics of Rayleigh and Barton and 
the physics of music as developed by A. Wood 
P . The sections dealing with current ideas 
and practice should be treated with reserve, but 
the main body of the book can be recommended 
as an inexpensive introduction to the classical 
foundations of acoustics, without which the 
technician, however modern his outlook, must 
feel theoretically insecure.” F. L. D. 


Wohlfeil, T. A., and others. Automo- 
bile body reconditioning. 157p. 1952. Mc- 
Graw, New York, $3.60. 

Welding journal, Sept. 1952, p.838. % col. 

“The purpose of this book is to serve as a 
text, reference manual or handbook for teachers, 
persons in training and mechanics engaged in 
automobile body reconditioning, and those de- 
siring to improve their knowledge by home 
study. Oxy-acetylene welding and sheet-metal 
straightening, both of which are extensively 
used in automobile body work, are presented in 
a way that teaches the student these skills 
correctly, and in the shortest possible time. 
The devices for teaching the fundamentals of 
automobile body sheet-metal and welding as 
pictured and described have proved to be espe- 
cially helpful.” 


Young, Vincent W. Basic engineering 
thermodynamics. 558p. 1952. McGraw, 
New York, $6.50. 

Journal of the Franklin Institute, Sept. 1952, 
p.255. % p. 

“Technical authors frequently assume that 
the prose used in presenting their material is 
of secondary importance and that the significant 
fact is to get the technical information into the 
book no matter how ... In less advanced texts, 
written for the beginning student, it is very 
important to have the material presented in 
such a fashion that the student understands it 
. . . It is therefore very fortunate that ‘Basic 
Engineering Thermodynamics’ in general, and 
particularly because of the intangibility of some 
of its fundamental concepts, is written in just 
this manner.” EZ. W. Hammer, jr. 


Zim, Herbert S., & Martin, A. C. Trees. 
158p. 1952. Simon, New York, $1.50. 
(Golden nature guides.) 

Nature magazine, Nov. 1952, p.495. 10 1. 

“In this pocket book 150 species of trees 
are covered. The illustrations show shapes, 
typical habitats and details of twigs, buds, 
bark, leaves, seeds and flowers. Small maps 
show the distribution of the trees. A simple 
key is included.” 
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